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Propiomazine 

Determination of propiomazine in rat plasma by direct injection 
on coupled liquid chromatography columns with electrochemical 
detection 700(1997)201 
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Simultaneous determination of polyamines, N-acetylated 
polyamines and the polyamine analogues BE-3-3-3 and BE-4-4- 
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Remoxipride 

Stereoselective determination of R-( + )- and S-(—)-remoxipride, 
a dopamine D,-receptor antagonist, in human plasma by chiral 
high-performance liquid chromatography 700(1997)165 


Retinoic acid 

Determination of endogenous levels of 13-cis-retinoic acid 
(isotretinoin), all-trans-retinoic acid (tretinoin) and their 4-oxo 
metabolites in human and animal plasma by high-performance 
liquid chromatography with automated column switching and 
ultraviolet detection 700(1997)31 
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High-performance liquid chromatography of unmodifed rosin 
and its applications in contact dermatology 700(1997)101 
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polyamines and the polyamine analogues BE-3-3-3 and BE-4-4- 
4-4 by capillary gas chromatography with nitrogen—phosphorus 
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cyclopropylbutan-1-one 

Analysis of a novel antiinflammatory agent, 1-(7-tert.-butyl-2,3- 
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Thiopurine methyltransferase 
Thiopurine methyltransferase activity: new high-performance 
liquid chromatographic assay conditions 700(1997)275 
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Screening for forensically relevant benzodiazepines in human 
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mass spectrometry 700(1997)119 


Trimipramine 

Quantitation of trimipramine enantiomers in human serum by 
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